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teOL/US OFFICmi^ OHLI 



Anaor;f on He aoe S trasoGj^ 

1 pQT^^nent building with la'dck roo£^ 2x5 rJBtero^ for storane of fuel 
and 021^7 gacolino Ijarrels^ 

2 IKiilding^ about IgxlO n^tors^ with a chicanoj’' about 10 mtera Mgh^j 
a concjreto roof and 8 rectangular boilers^ about lOOxhOxSO cm© 

3 ViaGhi'ooKis and toilets ^ a1x>ut 8x5 mters© 

.U Oarage with tar paper roof and sk^rligiits^g about 2Sbc20 ueteroo 
5 TJorldiouGo with tar paper roof, skylights and a 20--fiBter towero 


5a Spraj«"paint shop© 

5b Undetermned* 

5c He pair shop for Infantry weapons© 

5d Office© 

5q Tool shed© 

5f Machine shop with 2 lathes^ 1 drilling inachine^ 1 lailliag ifBsichine^ 
1 electric welder^ 1 autogenous welding apparatus© 

5g Itssexably shop© 

5h Glassrooxa for technical instruction © 


6 "ftejD-story building quartox’ing offieors and MM of the annory© 

7 Entrance liall to the quarters© 

5 Forisar ordnance spare parts depot© 
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